the roof or ribs.  A roof control plan and
revisions thereof suitable to the roof con-
ditions and mining system of each coal mine
and approved by the Secretary shall be
adopted and set out in printed form on or
before May 29. 1970.  The plan shall show the
type of support and spacing approved by the
Secretary.  Such plan shall be reviewed pe-
riodically, at least every 6 months by the
Secretary, takino into consideration any
falls of roof or ribs or inadequacy of sup-
port of roof or ribs,  ho person shall
proceed beyond the last permanent support
unless adequate temporary support is provided
or unless such temporary support is not re-
quired under the approved roof control plan
and the absence of such support will not pose
a hazard to the miners.  A copy of the plan
shall be furnished to the Secretary or his
authorized representative and shall be
available to the miners and their
representatives.

Citation Ho. 2104531

Citation No. 2104531, dated May 24, 1983 sets forth the
alleged violative condition or practice as follows:

During the course of a fatal roof fall ac-
cident investigation it was revealed that
there was a violation of safety precaution
No. 3 of the operator's approved roof control
plan dated 2/10/83,  The violation occurred
in the face area of No. 6 room and No. 20
split intersection.  Two mining surveyors
were approximately 26 inches and 36 inches
inby permanent roof supports on the 20 split
side and approximately 11' 3" and 6' 9" on
the 6 room side, under unsupported roof.  The
roof control plan requires that only those
persons engaged in installing temporary sup-
ports shall be allowed to proceed beyond the
last row of permanent supports until tem-
porary supports are installed.  The violation
occurred in 7 flat 8 room right 006 section.
Note - this citation will not be terminated
until the area involved is permanently sup-
ported and all employees (underground) are
reinstructed in No. 3 safety precaution of
the approved plan.
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